Boston, Mass........ JUNE 25 PEELS 
PERCY SIMON T/A NEWARK EAGLES BASEBALL CLUB 


71 CRAWFORD STREET, NEWARK, NEW JERSEY 
IN ACCOUNT WITH 


THE EMPLOYERS’ LIABILITY ASSURANCE CORPORATION, LIMITED 
OF LONDON, ENGLAND 
UNITED STATES GENERAL MANAGER AND ATTORNEY UNITED STATES BRANCH DEPUTY MANAGERS 
EDWARD C. STONE SAMUEL APPLETON BUILDING FRANKLIN P. HORTON 


110 MILK STREET ARTEMAS B. POOR 
AGENCY:-- Assigned Risk 


we 


ater Additional Met per Report of Audit 
79894 | dated May 28, 1943, attached 


| 
| Please remit by certified or bank check 
| by return mail, 


